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3.76 (a) 

INDOOR HOUSING FACILITIES, 

A njffert lemur is being housed in the main room of the barn, with a capuchin housed in a small adjoining room, The 
lemur hed e gheller 'with e heaiinp pad, ^rxl was being provided eictemal he^t from iwp portable heet lamps, directed 
at th& shatter area. The ramajnclar of lha enclosure dirt not have ani/ sopplemenlal heat. The ambient tamperalure 
was checked between the enclosune wall and the heal lamps, and recorded al SH.9 F. 

The capuchin was housarJ in a room wiih several ca^a P1 permla. hleat was provided b/ a singla ponahla heater. 
The ambient temperature was measured at 39 F. 

Excessive cold can have serious healih oonsegooiocos. Ntinhurnan prinnales m indoor housinQi iocililies uniisl bo 
maintained at a minimum of 45 F to help proleci their healih and welfare. 

Corrocl immediately 
3.76 (c) 

INDOOR HOUSING FACILITIES, 

- In the barn, a ruWed lemur and a capuchin are bemg iwpt in separate rooms. The rufled lemur is housed in the mam 
barn area, while lha capuchin is in e saparale room. Naritier rppm haa adeguale ligihcing. In fbe main bam area, the 
overhead lights would not work durlr^ the Inep^tion. while the room with the capuchin had only a single iight bulb 
which was not sufficient. Inactequate lighting can be stress-ful to the enclosed animals, arrd could result in negative 
physical dr emplicnol health. Prima-tios housctl in indocr encl[:i£ures must be provided n diurnal light cycle, and the 
light must be uniformly diffused througboul the lacllily. The illcensee must provide adequate lighting and ensure 
normal day/night cycles of lighting are provided, 

Corrod by: litrimerlialely 


3.77 

SHELTERED HOUSING FACILITIES, 

- Monhuman primates are being held in live sheltered enclosures throughout the facility. Three of the five did nol 
have adequete heating for the ghoherg. 
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Encl[>$*jre H1 hwaing three ringt^iled lemara 'waa provided heal by lwe pertBble heelers. TTie ambient 
temparalure was measured at 32 F. The lemperatura ol the sheltaf ground was measured at 43 F. and iha back wall 
measured ai 3fl F. 

Enclosure Fa housing two ringtailsd lemurs was provided heat by a heating pad and a light. The ambient lemperature 
was 22 F- The indoor, 'duttloor access door was open when linspecfors first o.friv«J at this enclosure. 

Enclosure F2 housing 2 ringtailed lemurs did not have an aelual heat lamp in place. The ambient temperature o( the 
shelter was measured at £3.6 F, and Ibe temperature of the back wall ned to the light was measured at £9' F. There 
was a tisatlr^ pad in place within the shelter. 

Excessive cold c^n lead to severe health problems Far the englgaad animals- Frimotes housed in sheltered Facilities 
must have the ambient temparature kep^ above A5F. 

Cofred immediately. 


3.81 (a) 

ENVIRONMENT ENHANCEMENT TO PROMOTE PSYCHOLOGICAL WELL-BEING. 

Section 3 SHa) - Sooal grouping 

„*** There ware sly enclosures with only one ammal preseni In each: one black' handed spider mcmkeyi. one white 
throated capuchin, two Wack and white rufled lemurs, and two ring tail lemurs. There was no ctocumentalion that 
addnassEd the individually bCNuSEd nonhuman primatas. ll these animals are not compaiible with atbers, ihia must be 
noted and approved by me abending veterinarian. The Indlvdualiy boused nng tailed lemurs can see 'dher 
nonhuman primates and are separated by wire dividers. The irdivdually housed spider monkey, capuchin end the 
two ruhed lemurs cannol see other nonhuman primales. The environmenl enhancement plan must inducfe specilic 
provisions to address the social needs of nonhuman primates of spedcs known to eyisi in social group® in nature. 
Such gpecitic provisions must be in acBordance with currently accepted pngFessional standards, as cited in 
appropriate protessional journals or reference guide®, and as direcled by me attending veterinarian. 

Thi® affects sik animals. 

To be corrected by: 1 May £314 


3.81 (tJ) 

ENVIRONMENT ENHANCEMENT TO PROMOTE PSYCHOLOGICAL WELL-BEING. 

Section 3 61 (b) - Environmental enrichment, 
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’**■“ The ervironmenta) e^^ichlme^lt proyided to the nonhuman pnmates is not attenuate Ttie curTent enrichment 
plan is a generic- dgcumem ciQverinp all primates Ihel dca^ ncn take linic accoumt any cttipr variables. Thera is no 
plan donating spaafic ervrlcrtmant, no log took or caJandar showing Ittat anrlcTimonl takes placa, and no scnodula lor 
rotating or changing the iflemg in the pens. Multiple enclospnss did not have enrichmenit items in ttieir enGloeureS- Aa 
artaquaba enachnyenit plan must be devalop^ whiri^h addresses the needs oF each separaie specks of primaie, and 
the plan must be lollowed. This atlecls tfi animals. 

To t?e oof reefed b/: 6 May EOti 


3-84 (d) 

CLEAMinC, SANCnZATIOM, HOUSE KEEPIhIC, AND PESTCONTPOL. 

- The building numbered F7 Inousing the black and while ruffed lemur and the oriental small-clawed otter had an 
OKcessive accumulation o1 nodaot lecjes present on the floor concertrated along the walls and the comers cF the 
eoclDsure. The licensee staled that 2 mice ware caughi ort Sunday but the traps had not boon replaced In the 
external hallway . The licensee must esiablish and maintain an efiective program for |t»e control O'! pests to promote 
the health and well-being dt the animals and reduce contaminalido by pests in aninfisl areas. All rodent excreta must 
he removed as needed arid an etlective program Initiated lo control the pests. 

This affected 2 animalg. 

Correct by: t March 3014 

3.125 (a) REPEAT 

FACILITIES, GENERAL 

(3,1 £5){a) Structural strength, 

”*'"The wire fonclr>g and posts lor the kangaroo enclosure 1,2 animals) are hose. The pen has an area where the 
entire lence is leaning outward along with the wooden po«l Loose fencing can lead to harming of lhe animals, 
esespirg Or SlIOw Other ahiihS^ ertlOrinp Ihe pOrV. 

““■"There is a. shredded wooden support post in the liger eocl03ure(t animal) with sharp points. This is a potential 
source bf injury to the enclosed eointal. This area needs tc be repaired er replaced lb help protect the health and 
welfare of the animal. 

The camel shetler Is missing a panel, and has a large hole in one of the Ironf parrels. This p&ses a risk cl injury 
to the ammal, and ateo greatly reduces the effectiireness of the shelter itsell 

All parts of the housirrg facilities musJ Pc In good repair. These structures need to Pe replaced or repaired. 

Te be CbTreded by: t & April 30t4 

3.131 (a) 

5AMITATI0M, 

A single chmehiHa iivas bemg held in a cage inskJe the education center There was an excessive 
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accumulalion of leces throughout the cage, This causes pncreased cor*taminatton to the enclosed animal, and a rislt 
of illress. Erpipsures must be cleaned as often as necessary lo meirtein ^gcjd husbandry and help preteci the 
heajri of th& onctosed animal. 

Correcrl by: Immecliaiely 


Inspection and exit interview conducted with facility repKesentattye, 
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